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CHRISTINA  ANDERSON  (mother  of  James  Russell) 
born:  1781 

died:  March  14,  1861;  buried  in  Elkdale  Church  Cemetery,  Elkdale, 
Pa.,  the  tombstone  reads  as  follows:  "Christina  A.  wife  of 
John  Russ all  died  March  14,  1861  age  80  yrs" 
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married:  John  Russell  m  Scotland;  thecotfele  came  to  America 
around  October  1,  1840  and  came  to  McAlla  City  (now 
Elkdale)  to  visit  Martha  Anderson  and  Archibald  McAlla; 
John  Russell  died  there  six  weeks  after  their  arrival 

in  1880  (pp.  443-444),  one  of  the 

mthe  period  1840-1851  is  "Miss  Russel".  Is  it  possible  that 
this  "Miss  Russel"  is  one  of  the  daughters  of  Christina  Anderson 
and  John  Russell? 
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HLRP : 


When  Christina  Russell  [widow  of  John  Russell]  came 
to  Fell  after  John  Russell's  death  in  Elkdale,  she 
and  her  family  lived  up  the  Malinchack  road. " 
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